RadioShack VCR Head Cleaning Kit 
Catalog No. 440-1213 

For medical questions regarding the use or misuse of this produet please direet your ealls 
to: (303) 623-5716. 

For information eoneeming the Material Safety Data Sheet, please direet your ealls to: 
(817) 415-2797 or (817) 415-7882. 



